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Acquired resistance tolmatinib is a significant problem forthe clinical management ofgastrointestinal stromal tumor (GIST) 
patients, and second-line small molecules have shown limited efficacy in this setting. We have recently demonstrated 
that a monoclonal antibody targeting KIT could potentially bypass imatinib resistance in preclinical models of GIST. 



Gastrointestinal stromal tumors (GISTs) 
are the most common mesenchymal neo- 
plasms of the gastrointestinal tract and arise 
from the interstitial cells of Cajal (ICCs), 
which normally control the peristaltic con- 
tractions of the muscle wall. ICCs are char- 
acterized by the expression of the receptor 
tyrosine kinase KIT (CD 117), a positive 
regulator of both mitogen-activated pro- 
tein kinase (MAPK) and phosphoinositide- 
3-kinase (PI3K) signaling pathways. Of the 
95% of GISTs that express KIT, 70-80% 
exhibit activating mutations in KIT, often 
resulting in the transduction of a constitu- 
tive proliferative signal that drives tumor 
growth and progression.' 

Imatinib, an ATP-competitive small 
molecule tyrosine kinase inhibitor initially 
developed to interrupt BCR-ABL signaling 
in subjects affected by chronic myelogenous 
leukemia, is one of the hallmark examples 
of modern targeted anticancer therapy. 
Imatinib was soon discovered to inhibit 
KIT signaling by stabilizing the receptor 
in an inactive conformation, thereby lim- 
iting cell proliferation. Consequently, it 
was evaluated as a therapeutic option for 



GIST patients, causing clinical outcomes 
to improve dramatically.^"' Prior to ima- 
tinib, only 5% of GIST patients responded 
to conventional chemotherapy, and the 
median survival was 18 months. Following 
the introduction of imatinib, response 
rates soared to 70-85%, and the median 
survival reached 5 y. Unfortunately, in 
most cases secondary KIT mutations arise 
and eventually enable GISTs to proliferate 
in the presence of imatinib. Thus, addi- 
tional therapeutic options are required 
for the clinical management of imatinib- 
resistant GIST patients. Most approaches 
to date have focused on the development 
of second-generation KIT inhibitors, the 
identification of small molecules targeting 
downstream transducers of KIT-conveyed 
signals, or the blockage of KIT-unrelated 
proteins implicated in GIST growth. In 
an alternative approach, we have recently 
sought to investigate whether SRI,"" a 
monoclonal antibody (mAb) specific for 
KIT, would slow the growth of imatinib- 
resistant GISTs.^ 

First, we demonstrated that SRI is 
able to slow the growth of three primary 



human GIST cell lines (two of which 
deriving from patients that had developed 
imatinib resistance) in vitro. Importantly, 
the reduction of cell viability observed 
in the presence of SRI was equivalent 
in imatinib-sensitive and -resistant cell 
lines. Besides blocking signal transduc- 
tion, mAbs targeting cell surface proteins 
can also enable robust antitumor innate 
immune responses. Therefore, we next 
evaluated whether SRI would operate as an 
opsonin and allow macrophages to engulf 
GIST cells in vitro. We found that the 
binding of SRI to KIT-expressing tumor 
cells increased their phagocytic uptake by 
macrophages, irrespective of their original 
sensitivity to imatinib (Fig. 1). 

To build upon our in vitro findings, 
we next tested the efficacy of SRI in two 
xenograft models of GIST. To this aim, 
we established imatinib-sensitive GISTs 
in mice, a setting in which SRI signifi- 
cantly repressed tumor growth by approx- 
imately 5-fold. Along similar lines, SRI 
was effective against an imatinib-resistant 
GIST xenograft, inhibiting tumor growth 
by 10-fold. Taken together, these results 
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Figure 1. Use of a monoclonal antibody to bypass imatinib resistance In gastrointestinal stromal tumors. (A) Mutations (X) In /C/7"constltutlvely activate 
the KIT pathway but leave gastrointestinal stromal tumor (GIST) cells sensitive to the antineoplastic effects of Imatinib. (B) Nevertheless, GIST cells 
eventually develop secondary /(/f mutations (Y) that enable them to proliferate In the presence of Imatinib. (C) We have recently shown that SRI, an 
antl-KIT monoclonal antibody (mAb), can Inhibit the growth of GIST cells that have become resistant to Imatinib and enable their clearance by Immune 
effector mechanisms. (D) In the future, a combinatorial regimen Involving a second mAb, for Instance targeting CD47, may turn out to further enhance 
the therapeutic effects of SRI. 



demonstrate the therapeutic potential 
of KIT-targeting mAbs against GISTs, 
regardless of whether tumors have become 
resistant to imatinib. 

In the future, it may be possible to fur- 
ther increase the efficacy of SRI by com- 
bining it with additional mAbs. We have 
recently demonstrated that anti-CD47 
mAbs, which disrupt the inhibitory inter- 
actions between CD47 on the surface of 
cancer cells and the macrophagic recep- 
tor signal-regulatory protein a (SIRPct), 
enables the robust phagocytosis by 
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growth and metastatic spread. One 
possible avenue of investigation would 
therefore evaluate the potential synergy 
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blocking the growth of imatinib-resistant 
GISTs. 
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employing a KIT-targeting mAb, and pro- 
vide the rationale to investigate the use of 
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mAbs in addition to, or instead of, small 
molecules for the clinical management of 
GIST. Additionally, our findings identify 
KIT as a candidate target for the immu- 
notherapy of GIST patients. In the near 
term, we aim to validate and build upon 
these promising results, with the ultimate 
goal of ameliorating the standard of care 
for GIST patients. 
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